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FACILITIES, OUTDOOR. 

Drainage- A suitable method to rapidly eliminate excess water shall be provided. 

Fadlit>' housing 2 water buffalo has areas where water and fecal material have accumulated. 

These areas need to be cleaned and fill material added. 

Correct by 11-9-06. 

Facility housing zebra has standing water in at least 1/3 of surface area and in all of area under only shelter. 
Water needs to be eliminated or zebra moved. 

Correct by 11-9-06. 


This inspection Is being conducted at 6:30 PM at the Louisiana State Fairgrounds in Shreveport, Louisiana. 
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